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NOTIFICATIONS BY GOVERNMENT 


ENERGY DEPARTMENT 
(OP) 


RETIREMENT OF Sri P. JITHENDRA, DEPUTY CHIEF ELECTRICAL INSPECTOR 
TO GOVERNMENT, O/o. DEPUTY CHIEF ELECTRICAL INSPECTOR TO 
GOVERNMENT, VISAKHAPATNAM - ATTAINING THE AGE OF SUPERANNUATION 
OF 60 YEARS ON 31.07.2021 A.N. 


[GO.Rt.No.23, Energy (OP), 26" February, 2021.] 
NOTIFICATION 


Government hereby accord permission to the following Deputy Chief Electrical Inspector 
to Government working in office of the Deputy Chief Electrical Inspector to Government, 
Visakhapatnam to retire from the Government Service on the afternoon of 31.07.2021 on 
attaining the age of superannuation. 








SI.No. Name of the Officer to be retired Date of Birth Date of 
Retirement 
1 Sri P.Jithendra, 25.07.1961 31.07.2021 


Dy. Chief Electrical Inspector to 
Government, Visakhapatnam 




















The Director of Electrical Safety & Chief Electrical Inspector to Government, Guntur is 
requested to take further necessary action accordingly. 
SRIKANT NAGULAPALLI , 
Secretary to Government. 
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